National  headquarters,  Methodist  Board^^of 
Education,  Nashville,  Tennessee.  The  "L" 
shaped  building  is  228  feet  across  the  front 
and  140  feet  deep.  About  40,000  churches, 
18!  Wesley  Foundations,  and  122  Methodist 
campuses  are  served  by  the  Board. 
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